To:  Atkins,  BlakefAtkins. Blake@epa.gov];  Brown,  Jamesr[brown.jamesr@epa.gov];  Crossland, 

RonniefCrossiand. Ronnie@epa.gov];  Foster,  Althea[Foster.Althea@epa.gov];  Garcia, 

DavidfGarcia. David@epa.gov];  Restivo,  Angela[Restivo.Angeia@epa.gov];  Webster, 
Susan[webster.susan@epa.gov] 

From:  McCasland,  Mark 

Sent:  Tue  8/11/2015  3:31:38  PM 

Subject:  GKM  - Irrigation 


Our  limiting  factor  is  the  number  of  available  trucks.  We  will  only  have  13  by  the  end  of 
the  week.  I think  there  is  about  10  now.  The  county  is  requesting  water  hauler  trucks  to 
start  rolling.  The  county  is  setting  up  /arranging  loading  points  and  logistics  for  staging 
and  scheduling  the  trucks.  The  contractor  is  handling  what  trucks  they  can  get  (10  to  13) 
as  well  as  looking  at  clean  frac  tanks  to  provide  to  farmers  to  offload  the  water. 


The  urgent  request  is  for  the  trucks. 


Mark  McCasland 
US  EPA  Region  6 
Drinking  Water  Section  (6WQ-SD) 
1445  Ross  Ave,  Suite  1200 
Dallas,  TX  75202-2733 
(214)665-8088  (w) 
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